OMAHA, NEB 


Rearing its head 56 feet into the air is this 2 
huge concrete replica of a railroad spike, £ 
located at the zero-zero mile post of the Union ^ 
Pacific. A large bronze plaque marks forever £ 
the fact that this city is the Eastern Terminus 
of the Union Pacific Railroad. 
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Golden Spike, Council Bluffs, Iowa 
















